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LIMITED OFFICIAL USE FRANKFURT 4140 

FOR CHIEF/ OPERATIONS BRANCH SY/OPS/T FROM OIC RTC 

E.O. 11652: N/A 
SUB J : ASEC 

SUB J : AVAILABLE LABORATOR EQUIPMENT FOR TSO OFFICE-ROME 
REF: YOUR TELCON REQUEST 

1 . IN LOOKING THROUGH RTC LABORATORY EQUIPMENT THE FOLLOWING ITEMS 
ARE AVAILABLE FOR SHIPMENT TO THE NEW TSO OFFICE ROME. 

TEKTRONIC MODEL 422 DUAL TRACE OSCILLOSCOPE 

MELPAR SUBCARRIER DEMODULATOR 
HP MODEL 6214A ( 12V. 1 ,2H) POWER SUPPLY 

HP MODEL 6216A (30V, 500 MA) POWER SUPPLY 

GENERAL RADIO MODEL 1432M DECADE RESISTOR (100 OHM STEPS TO 1 MG). 

HP 3430A DIGITAL VOLTMETER (100 MY TO 1000V.) 

2. LISTED ABOVE IS THE EQUIPMENT WHICH IS IN GOOD OPERATING 
CONDITIONS AND AVAILABLE. ADDITIONALLY, THERE MAY BE A FEW ITEMS 
IN THE PILE OF EQUIPMENT WHICH THE RTC IS TURNING OVER FOR DISPOSAL; 
HOWEVER, THE OPERATING CONDITION AND USABILITY OF ANY EQUIPMENT IN 
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THAT PILE IS QUESTIONABLE. LEHMANN 
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